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a convenient position to receive the motion for the drums. This is obtained, in the 12-inch engine from the air-pump levers, and in the other engines from levers specially connected by a link with the slide-blocks.
Fig. 9.
In all cases the indicators are some feet above the levers, and while the motion of the levers is vertical, that of the drums is horizontal. The connection of the drum with the lever could be made by a simple cord or wire passing over the roller on the indicator drum down to the lever; but con-